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Message Text 

UNCLASSIFIED 

PAGE 01 BRUSSE 06758 070849Z 
ACTION EUR- 12 

INFO OCT-01 ISO-OO ACDA-12 CIAE-00 INR-10 10-14 L-03 
NSAE-00 NSC-05 EB-08 NRC-07 OES-07 SOE-02 DODE-OO 
DOE-15 SS-15 SP-02 CEQ-01 TVA-01 PA-02 ICA-20 
/137 W 

034346 080553Z/23 

R 070849Z APR 78 
FM AMEMBASSY BRUSSELS 
TO SECSTATE WASHDC 5899 

UNCLAS BRUSSELS 06758 

USEEC 

E. O. 11652: N/A 
TAGS: ENGR 

SUBJECT: MEETING ON REACTOR SAFETY IN BRUSSELS 

MR. A. D. ROSSIN 

COMMONWEALTH EDISON COMPANY, 1 FIRST NATIONAL PLAZA 
CHICAGO, ILLINOIS 60670 (TEL: 294-4321) 

ON BEHALF OF TECHNICAL PROGRAM COMMITTEE FOR BRUSSELS 
ENS/ANS MEETING ON REACTOR SAFETY, 16-19 OCTOBER 1978, 1 
REQUEST YOU DEVELOP A LIST OF ABOUT FOUR ELECTRIC UTILITY 
REPS QUALLIFIED TO SPEAK ON OPERATIONAL SAFETY EXPERIENCE 
WITH NUCLEAR REACTORS. REPS ARE TO BEABLE TO SPEAK ON 
SUCH CONSTRUCTIVE TOPICS AS: UPGRADING PERFORMANCE; 

RECOVERY FROM DAMAGE; REQUALIFICATION, ETC.... I WILL RETURN 
TO MY OFFICE ON 12 APRIL. TPC CHAIRMAN WILL SELECT FROM LIST YOU 
SUBMIT. SUGGEST SPEAKERS FROM COMMONWEALTH, TV A, CONED, 

ETC.. BEST REGARDS, C. N. KELBER. 

AMEMBASSY 
BRUSSELS, BELGIUM 
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MORRIS 

NOTE BY OC/T: PASSED ABOVE ADDRESSEE 
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